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Higgins Cites Two-Fold 
Duties of Utility Leaders 


President of Southeastern Electric Exchange 


tells conference at 


Augusta that executives should get closer to co-workers and tell 
the public about the accomplishments of the industry 


New problems of utility operation, of 
personnel and of public relations aris- 
ing out of the ever-widening sphere of 
the defense program were major topics 
at the eighth annual conference of the 
Southeastern Electric Exchange at 
Augusta, Ga., during the past week. 

Upward of 300 utility men and 
guests heard President A. W. Higgins 
keynote the opening sessions with a 
presentation of the two-fold duties of 
utility executives—first, to get closer 
to their co-workers and employees, to 
know their problems, to earn their 
friendship and support, and secondly, 
to tell the American people the mag- 
nificent story of the public utility 
industry and its accomplishments, and 
thus, said Mr. Higgins, “we do our 
part toward preserving for this nation 
the indispensable benefits wrought by 
private enterprise for the people of the 
United States.” 





Meeting Place 


There is no need to fear punitive 
regulatory measures toward the ex- 
change, Mr. Higgins asserted, stating 
that the 30 companies comprising the 
southeastern group grossed $190,000,- 
000 per year, but ran this exchange as 
a meeting place for better ideas, for 
speeding solutions of common operat- 
Ing problems at an inconsequential cost 
per year. 

A piece of ground which only four- 
teen months ago was a cornfield now 
is the site of the new Arkwright plant 
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at Macon, said W. E. Mitchell, vice- 
president and general manager, Georgia 
Power Co., and a 40,000-kw. generator 
will soon be turning out kilowatt-hours. 
Already the base for a second 40,000- 
kw. unit is being prepared and a 
60,000-kw. generator ordered only a 
year ago will shortly be in operation at 
Atkinson. “As we build our gener- 
ating stations speedily for future pub- 
lic service in the defense effort and 
build them on solid rock rather than 
on shifting sand, said Mr. 
Mitchell, “must we build our entire 
business on the solid rock of fast, 
competent, unstinting service to the 
people.” 


so also,” 


From no other industry, he pointed 
out, does the buyer expect so much 
and always get it, and yet pay so little. 
Turning to his long experience with 
public utilities, Mr. Mitchell drew a 
picture of utility operating difficulties 
of a quarter of a century ago, asserting 
they wese just as big and appeared as 
insurmountable as those we are tack- 
ling today. 

Along the same lines, Charles E. Ide, 
president of East Tennessee Light & 
Power Co., reminded the audience that 
times are never “normal” in the utility 
business, that only changes are normal. 
“We must get back to solid founda- 
tions as operators,” he said, “and as 
citizens, must elect representatives that 
are sound, straight thinkers.” 


Retain Structure 


In a comprehensive summary of 
world affairs today, Walter H. Burke, 
vice-president Ebasco Services Ince., 
stated that “if our utility house is on 
fire we want to put out the fire, but 
still retain as much of the main struc- 
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BETWEEN SESSIONS—Seen during the annual conference of the Southeastern Electric Exchange last week in Augusta, Ga. L. to 


r.—J. D. Stietenroth, Mississippi Power & Light: S. L. Drumm, New Orleans Public Service: W. O. Turner, Louisiana Power & Light: 
C. E. Oakes, Birmingham Electric: Rex I. Brown, Mississippi Power & Light; C. A. Eastman, Ebasco Services: W. James Amoss, 
New Orleans Public Service, and G. C. Rawls, Louisiana Power & Light 





ture as possible.” The water damage 
from the fire losses, he said, should not 
be allowed to exceed the damage from 
the fire. In this country we should 
not destroy national unity by grandiose 
schemes for new social orders and our 
government “should take steps now to 
prevent our coming out of our present 
situation as a bankrupt nation.” 

Utility men who for years have 
envied the excellent public relations 
of the telephone companies heard E. R. 
Dunning, vice-president of N. W. Ayer 
& Son, outline the basic public rela- 
tions philosophies of “Mother Bell.” 
Good relations are 90 per cent good 
service, Mr. Dunning stated, and the 
other 10 per cent is telling about it. 

Eighteen campaigns are used by the 
telephone companies, he said, and the 
telephone companies consider the job 
to be “never-ending. because the public 
opinion of today is the legislation of 
tomorrow.” 

C. W. Kellogg. chief consultant, 
heat, light and power. OPM, spoke, 
but the address was off the record. 

Exchange members accepted unani- 
mously a resolution prepared by S. P. 
Vecker, C. B. McManus and N. E. 
Drexler, rededicating the electric service 
companies to defense of the nation and 
principles of freedom under which the 
industry was founded. 

New officers were elected as follows: 

C. C. Curtis, president of Savannah 
Electric & Power Co., president; L. P. 
Sweatt, Mississippi Power Co., first 
vice-president; Rex I. Brown, president 
of Mississippi Power & Light Co., sec- 
ond vice-president; R. Paul Smith, 
president of Northern Virginia Power 
Co., third vice-president, and J. W. 
Talley, executive secretary. 
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Arkansas Board Defines 
Rural Service Areas 


Arkansas Utilities Commission has 
issued an order defining rural service 
areas of the North Arkansas Electric 
Co-operative, Inc., the Arkansas Mis- 
souri Power Corp. and the Arkansas 
Power & Light Co. 

The co-operative, which in March had 
been granted permission to build and 
maintain 180 miles of power line, will 
operate in the northern, southern and 
eastern parts of Baxter County, north- 
eastern Fulton County and southeastern 
and western Sharp County. 

Arkansas Missouri Power Corp. was 
granted a certificate to construct and 
maintain rural lines “around” the towns 
of Mammoth Spring and Ash Flat, and 
in certain parts of Fulton County. Ar- 
kansas Power & Light Co. received 
rights in Sharp County. The right to 
serve large power and industrial con- 
sumers in the co-operative’s areas was 
held open, except in and around the 
Norfork Dam site, where it is reserved 
to the Arkansas Power & Light Co. 


Lighting Survey Reveals 
Intensities of 5.7 F.C. 


\ survey of industrial lighting intensi- 
ties in 35 communities of four states in 
the Missouri Valley revealed that the 
average for 200 plants aggregating 
3.500,000 sq.ft. of plant area was 5.7 
foot-candles. This survey covered 200 
different industries ranging from cream- 
eries to airplanes and repair shops. 
Average area per industry is about 
17.763 sq.ft. The size of communities 
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varied from 13,000 to 450,000 popu- 
lation. 

According to E. E. Coleman, divison 
engineer, General Electric Lamp Co., 
Kansas City, who made the survey, no 
attempt was made to include any per- 
centage of large industries nor to in- 
clude particularly small industries, but 
to get a fairly accurate cross-section of 
industry in the area. 


5 Per Cent Pay Raise 


Employees of Georgia Power Co. 
will receive an increase of $175,000 
under a contract signed by the com- 
pany with the International Brother- 
hood of Electrical Workers (AFL). The 
two-year contract provides a flat 5 per 
cent increase affecting approximately 
2,000 employees. President Preston S. 
Arkwright stated that electrical workers 
would receive about $3,250,000 in 
wages during 1941. About 1.500 of the 
2.000 affected are union members. 


Separation Completed 


Separation of the Connecticut Light 
& Power Co. from the United Gas 
Improvement Co. was completed with 
the recent resignation of John E. Zim- 
mermann, W. W. Bodine, Fred B. 


Hofft and Fred J. Rutledge. all U.G.L 
representatives, from the Connecticut 
Light & Power board, and the election 
of John B. Byrne, president of the Hart- 
ford Connecticut Trust Co., and Rich- 
ard E. Pritchard, president of the Stam 
ley Works, New Britain, to the hoard. 
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REA Not to Encourage 
Co-Op Generating Plants 


Administrator Slattery says guiding purpose of agency is to build 
power lines for farmers — Holds REA-built generating stations as 
“gun behind the door” to insure reasonable power rates 


The guiding purpose of the Rural 
Electrification Administration program 
is to build power lines for the farmers. 
With this definition of the REA pro- 
gram, Administrator Harry Slattery de- 
nied this week rumors of widespread 
entrance of REA co-operatives into the 
field of generating as well as distribut- 
ing their own power. 

The Administrator REA-built 
generating plants as “the gun behind 
the door” in assuring reasonable rates 
for co-op distribution systems, but he is 
firmly opposed to the tendency, which 
reaches into some parts of his own 
staff, growing up within the REA move- 
ment to expand their operations into 
the generating field. 


sees 


Intends to Build Lines 


“REA funds are intended to build 
lines,” Mr. Slattery said. “Use of these 
funds for generating plants on a gen- 
eral large and nation-wide scale would 
require a large percentage of our fixed 
appropriation. It would mean that many 
less miles of line could be built and 
less electricity brought to farm homes.” 

This is particularly important now, 
more than before, because bringing 
electricity to American rural areas is 
an important phase in the program for 
insuring adequate food supplies for de- 
fense, particularly such things as eggs 
and dairy products, where electricity 
plays an important role, and for decen- 
tralization of industries and _ popula- 
tions. 

As evidence that REA is following 
this policy, Mr. Slattery points to the 
increased ratio of REA lines built dur- 
ing the two years he has been admin- 
istrator. As of July 1, 1939, funds ad- 
vanced by REA totaled $125,000,000. 
Twenty-one months later, on March 31, 
1941, total was $266.000,000, an in- 
crease of around $140,000,000. REA 
systems were operating 115,000 miles of 
lines on July 1, 1939; by March 1, 
1941, there were operating 281,000 
miles, an increase of 166,000 miles. 

There are exceptions to Mr. Slattery’s 
tule, Outstanding of these at present is 
the construction of a 6,000-kw. oil or 
gas-fueled internal combustion central 
station in eastern Texas. REA has al- 
lotted an initial $250,000 to the Farm- 
ers Electric Generating Co-operative, a 
unit organized by seven distribution 
©0-Ops, to start work on this plant and 
@ network of 250 miles of transmission 
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lines. Mr. Slattery says frankly “this is 
an experiment.” The plant is intended 
to test the technical feasibility and 
economics of central station power gen- 
eration using cheap oil and natural gas 
as a direct source of power. The Texas 
co-ops themselves initiated the idea and 
insisted upon an opportunity to try it 
out, Mr. Slattery said. Engineering es- 
timates are that the power can be pro- 
duced for about 6 mills per kilowatt- 
hour. 


Seek Low-Cost Power 


The movement among a group of 
Mississippi co-ops to get a generating 
plant Mr. Slattery feels is the result 
of dissatisfaction among farmer mem- 
bers with their present power cost. He 
made it clear that this project has not 
been approved by REA and may never 
be. He pointed out that a number of 
other budding demands for REA-fi- 
nanced central stations have faded away 
in the past when local co-ops were able 
to arrange contracts they considered 
more satisfactory with their utility sup- 
pliers. 

Talk of a national organization for 


mass purchase of electrical appliances 
for resale to REA co-op members also is 
out of Mr. Slattery’s picture of proper 
policy for REA. He draws a clear dis- 
tinction between the work of the admin- 
istration’s utilization division, which 
carries on an educational campaign and 
promotes wider farm use of electricity, 
and a program which involves actual 
dealing in appliance sales. He sees the 
former as not only wise but necessary 
to promote load growth essential to 
“paying out” and to show the farmer 
how to make the best use of the energy 
his co-op supplies him; he sees the lat- 
ter as a dangerous policy, apt to spread 
the program over too wide an area. 

This opposition to dealing in appli- 
ances, so far as Mr. Slattery is con- 
cerned, carries down also to the local 
co-ops or groups of Co-Ops. REA can- 
not directly prevent local groups from 
engaging in these practices, but “we 
don’t encourage them.” 

REA’s recent program for mass dis- 
tribution, financial assist- 
ance, of refrigerators is not considered 
by the administrator as a violation of 
this general policy. These refrigerators 
are to be built to specifications designed 
particularly to fit farm needs, yet at a 
price comparable to that paid by modest 
urban families. 


with co-op 


“If we can get the major refrigerator 
manufacturers to enter this field and 
put these boxes on the market at a low 
price we will withdraw from our part 
of the program and let the farmers buy 
through normal channels,” Mr. Slattery 
said. 





ELECTRICAL TAKE-OFF—More electric cooking displays than ever before featured the 
New England Hotel Show at Boston last week, with an estimated attendance of 20,000 


and $18,000 worth of such equipment on exhibition. 


L. to r.—J. L. Faden, Boston Edison 


Co., chairman of electrical displays: G. H. Clark, N. E. Hotel Association secretary: 

A. L. Race, Copley Plaza, Boston: Lee E. Witney. Manager Kenmore Hotel, Boston 

(show chairman), announcing an electric griddle order as the first sale of the exhibition, 
and J. C. Maher, association president 
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LE.S. Pacific Conference 


Explores New Light Uses 


Two-day session in San Francisco draws attention to application of 


lighting standards — President Cameron explains co-operation 


Intensive and instructive, the LE.S. 
Pacific regional conference held re- 
cently at the Pacific Gas & Electric 
Co. auditorium, San Francisco, swept 
the spectrum for new applications and 
uses of lighting equipment. “One per 
cent of daylight” was the unofficial 
theme of the lighting conclave—which 
packed into the day-and-a-half session 
21 papers; the président’s dinner hon- 
oring A. D. Cameron, I.E.S. president 
from New York City; a vice-president’s 
luncheon honoring Frank Hansen, Pa- 
cific regional vice-president, Los 
Angeles, and breakfast for street light- 
ing men. 

Concerned with technical means to 
lighting standards, 
rather than the commercial or promo- 
tional methods to attain them, the con- 
ference ran through a comprehensive 
program under’ general conference 


chairman W. P. Bear, P.G.&E. 


achieve higher 


I.E.S. Co-Operation 


In the United States, Mr. Cameron 
stated, the I.E.S. is co-operating with 
various government agencies in an ad- 
visory capacity. This advisory service 
takes three or four forms. First, with 
the FBI, lighting is considered im- 
portant as protection against sabotage. 
Second, the War Department has a 
Civil Protection Commission made up 
of experts in various fields. The A.I.E.E. 
represents the electrical industry gen- 
erally, and I.E.S. appointed Sam Hib- 
ben, director of applied lighting, West- 
inghouse Lamp Division, as chairman 


of a committee to work with the gov- 


with government in national defense 


ernment as liaison for LE.S. Fourth, 
the OPM is definitely interested in the 
part light plays in the prevention of 
wastage and loss of production, con- 
sidered greater hazards in many re- 
spects than sabotage. 

At the symposium, W. A. Cyr, Elec- 
trical West, described blackout light- 
ing restrictions in England and the 
increase in lighting standards for pro- 
duction. An ARP street light from 
England was sent by British Thomson- 
Houston Co. through General Electric 
Co. for display at the conference. 


Fluorescent Fixtures 


Advantages of fluorescent and incan- 
descent lighting for office building light- 
ing were contrasted by R. H. Long, elec- 
trical engineer Standard Oil Co., on 
behalf of incandescent, and Lorentz 
Brunn, consulting engineer, proponent 
of fluorescent fixtures. According to Mr. 
Long. fluorescent fixtures are not en- 
tirely satisfactory because the low 
wattage of the largest available necessi- 
tates a large number of light outlets 
and large fixtures. At present, he con- 
tinued, it cannot be generally justified 
on purely economic grounds unless the 
incremental power cost is over 2% cents 
per kw.-hr. Mr. Brunn, treating the sub- 
ject from the standpoint of building 
management, indicated that it was 
easier to furnish for tenants a mini- 
mum of 30 ft.-candles on desk tops 
with fluorescent where rewiring would 
permit only limited increase in capacity. 

Special lighting applications  pro- 
duced three spectacular novelties. Theo- 


LES. CONVENTION—Seen during the I.E.S. conference in San Francisco were (I. to r.) A. D. Cameron, president of LE.S.: 









































Fred Steiner, for Nevada (left), and 
Walter Potter of Portland, Ore., for Pacific 


Northwest, were two regional repre- 


sentatives 


dore H. Shepherd, director of lighting, 
Bureau of Power and Light, Los An- 
geles, analyzed the special problems 
which come from the lighting of a 
television studio, particularly that of 
obtaining a satisfactory light source. 
Ray N. Green, manager of development 
and engineering, Fostoria Pressed Steel 
Co., spoke briefly on the use of infra- 
red for drying and insect pest control. 
Mr. Green and others conducted a school 
and demonstration for three days prior 
to the conference on infra-red appli- 
cations in business, industry and home 
life. Similarly, John T. Shannon, man- 
ager Keese Engineering Co., Los Ange- 
les, explored possibilities for use of 
ultra-violet and fluorescent paints and 
dyes. Experience of San Francisco Bay 
region in traffic safety lighting was dis- 
cussed by Karl Koch, General Electric. 

Samuel Hibben of Westinghouse pre- 
sented a dramatic demonstration of 
lighting of the future. His show ended 
in spectacular effects with short wave 
radiation. At conference close, R. E. 
Lagerstrom, illuminating engineer, Pa- 
cific division, General Electric Lamp 
Department, displayed present new 
light sources. Harry N. Carroll, man- 





W. P. Bear, conference chairman; Frank Hansen, regional vice-president; Alston Rogers of Los Angeles: C. T. Bakeman of 
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Seattle. and Dr. Leland Brown, Stanford University 
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ager commercial and industrial sales, 
P.G.&E., concluded the conference by 
reviewing western utilities as to market 
possibilities for lighting equipment. 
Charles T. Bakeman, commercial and 
industrial sales director, Puget Sound 
Power & Light Co., Seattle, gave in- 
spiration to engineers and salesmen to 
work toward higher standards and fur- 
ther objectives in view of present 


progress. 


Maine Utility to Buy 
Site for New Plant 


Negotiations have been completed by 
the Bangor Hydro-Electric Co. for the 
purchase of power sites at Grindstone 
and Winn, Me., and authorization has 
been given for a new generator at the 
Milford station, according to statements 
by President Edward M. Graham. The 
above sites assure the company of ade- 
quate hydro developments as_ load 
growth requires additional generating 
facilities. 
on storage developments on the upper 
East Branch of the Penobscot River. 

Total electric generation for 1940 
reached a new high of 160,100,097 
kw.-hr. on the system, an increase of 
29,201,998 kw.-hr. over 1939. The sys- 
tem peak load in 1940 reached 33,160 
kw., compared with 32,030 kw. as a 
previous high. The average annual use 
of electricity by domestic customers has 
increased 45 per cent since 1935 (574 
to 834 kw.-hr.), and the domestic rate 
has decreased over 20 per cent (5.65 
cents to 4.51 cents per kw.-hr.). Gross 
yearly revenue per domestic customer 
has risen in this period from $32.45 to 
$37.63 

During the year just ended the com- 
mercial department made gross sales of 
$295,000, a gain of 7.5 per cent over 
1939. The company sold 1,350 electric 
ranges, refrigerators and water heaters 
in 1940, and others were added to the 
lines by co-operating electrical dealers. 
Seasonal rates were reduced by $25,000 
per year and power rates by $10,000. 
Total rate reductions since October, 
1934, have been $315,000 in yearly sav- 
ings to customers. Capital outlays in 
1940 were $300,000, largely in transmis- 
sion and distribution facilities. 


Survey work is in progress 


File Bond Vote Test 


The suit to test the validity of bonds 
voted by Bremerton eleven years ago 
to purchase the Puget Sound Power & 
Light Co. properties in Bremerton has 
been filed in Kitsap County Superior 
Court by the Bremerton Municipal 


League and J. W. Bryan, Sr. The city 
Is def; ndant. 
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Central Valley Plant 
Gets Committee Setback 


Plan of Secretary Ickes to build competitive public plant rejected by 
House group when $4,000,000 request is denied — Strategy 
is to force issue in Senate — Shasta to be speeded 


Secretary Ickes’ plan to build the 
Central Valley project into a competi- 
tive public power development under 
the excuse of aiding defense has been 
given a setback by the House appropria- 
tions committee. The committee re- 
jected the Interior Department’s re- 
quest for $4,000,000 to start work on a 
150,000-kw. steam generating plant cost- 
ing an ultimate $15,000,000. 


Conflicting Testimony 


In reporting the bill, the committee 
said: “Conflicting testimony was pre- 
sented to the committee as to the neces- 
sity of a steam plant at Antioch, Cal. 
... The main purposes of the Central 
Valley project as originally authorized 
was for reclamation and flood control 
and other development must be regarded 
as of secondary importance. Also, the 
steam plant is the first departure from 
water-power development contemplated 
in connection with a reclamation proj- 
ect.” 

The committee did allow the in- 
creased funds sought for speeding con- 
struction of Shasta Dam, to bring it 
in a year earlier than scheduled, and 
to start work on Keswick dam. Total 
allowed was $34,750,000. Also author- 


a 
y 


ized is $5,000,000 to start the proposed 
$41,200,000 Bullshead dam hydro proj- 
ect below Boulder Dam. 

The committee’s report failed to 
dampen Mr. Ickes’ drive for carving a 
public power area in Northern Cali- 
fornia. Power bloc strategists decided 
to attempt to have the steam plant 
money written into the bill by the Sen- 
ate and “sneak” it through the House 
in the conference committee report. 

The adverse report by the committee 
came after it had heard testimony from 
Reclamation Commissioner John Page 
and FPC Chairman Olds and his defense 
Thomas Tate, in 
favor of the steam plant, and from 
P. M. Downing, vice-president and gen- 
eral manager of Pacific Gas & Electric 
Co.. and officials of the National 
Reclamation Association against it. 

Meanwhile, FPC has promised 
“prompt action” in redeciding P.G.&E.’s 
application for authority to build two 


power engineer, 


- hydro units on the Feather River, which 


Ickes opposes because they are planned 
to meet the company’s growing load 
which Ickes wants to grab. FPC once 
authorized these projects, then sus- 
pended permission pending a rehearing 
held last week. 


‘ 
’ 





CALLS FOR SPEED—Air view of Shasta Dam, from above the 460-ft. cableway tower 
on the west bank of the Sacramento River, Calif., being constructed by the Bureau of 
Reclamation as the second largest dam in the world 
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NEWS BRIEFS 


First Esne Awarp—William  H. 
Pratt, retired meter engineer of the 
General Electric Co., Lynn, (left) re- 
ceived the first annual award of the 
Engineering Societies of New England, 
Inc., on April 30 from President Hol- 
combe J. Brown, under citation by 
Prof. Gordon M. Fair of Harvard. for 
outstanding achievements in his _pro- 








fession, embracing more than 40 years 
of service as an inventor and manu- 
facturing specialist in the field of elec- 


measurements. Four hundred 
representatives of the fourteen affliated 
societies attended the annual dinner in 
Boston, which was addressed by Dean- 
Emeritus Dexter 5. Kimball of Cornell 
University, now priority executive in 
the OPM at Washington. 


trical 


THREE PRIVATELY OWNED UTILITIES 
and the South Carolina Public Service 
Authority (Santee-Cooper) will join in 
supplying a $50,000 fund to advertise 
the industrial possibilities in South 
Carolina. Gov. Burnet R. Maybank said 
that all had agreed to contribute to the 
fund at his request. South Carolina 
Power, Carolina Power & Light and 
Duke Power join in the fund and make 
available their promotional and_ pub- 
licity resources. 


MANAGEMENT OF United Light & 
Power plans to sell its holdings of 
1,289,205 shares of Detroit Edison stock. 
North American Co. owns 1,221,315 
shares of the Detroit utility, which must 
be sold when SEC rules for the break-up 
of its system. 


To COMPENSATE for increased living 
costs which are inevitable in today’s 
rapid industrial expansion, Florida Pub- 
lic Service Co. has put into effect a 
bonus plan of 2.5 per cent of base salary 
to all men and unmarried women em- 
ployees with incomes of $150 a month 
or less. 
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PIONEER INVENTOR of the wireless 
typewriter Glenn W. Watson of Detroit 
says: “When is an instant electric steam 
furnace for home heating going to be 
invented?” He answers: “Right now in 
any required quantity.” Inventor Wat- 
son describes his new furnace as “a 
small unit no larger than a bushel bas- 
ket attached to the basement ceiling, or 
setting in the parlor, if you wish.” 


Wisconsin Power & Light 
to Build New Tie Line 


Wisconsin Power & Light Co. has 
been authorized to construct a 2214- 
mile transmission line from Browntown 
to Darlington, Wis., at an estimated cost 
of $77,000, the state Public Service 
Commission announced. Construction 
of the line will provide a more direct 
connection between the Darlington util- 
ity and the power supply and other 
facilities of the Wisconsin Power & 
Light Co. at Stoughton and Janesville, 
which are not now available for service 
rendered in Darlington, the commission 
stated. 

Essential purpose of the proposed 
transmission line is not to provide an 
additional source of energy for distribu- 
tion at Darlington, but rather to be in- 
cidental to the larger purpose of pro- 
viding a better interconnection of trans- 
mission facilities connected to the 
power supplies of both the Wisconsin 
Power & Light Co. and the Interstate 
Light & Power Co., it was asserted. 


State REA Board Resigns 


All members of the North Carolina 
Rural Electrification Authority _ re- 
signed recently. Apparently the board 
quit in a body so that Governor 
Broughton would have a free hand in 
shaping the policy of the agency. Some 
time ago the Governor indicated that he 
expected the state REA to co-operate 
with the Federal REA. The _ two 
agencies are reported to have had 
many disputes in the past few years. 
The Governor asked the board to con- 
tinue to serve for the time being. 


State Regulation Report 


The Federal Power Commission has 
published a new report entitled “State 
Commission Jurisdiction and Regula- 
tion of Electric and Gas Utilities,” 
which presents the results of a survey 
of the nature and extent of regulation 
by state agencies under existing laws. 
The report can be obtained from FPC, 
Washington, D. C., for 25 cents a copy. 
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Iowa Utility to Spend 
$7,250,000 on Plants 


Full plans for a three-year construc. 
tion program which contemplates the 
expenditure of $7,250,000 to replace 
ploperty that is now obsolete or near- 
ing the end of its useful life have 
been announced by F. C. Chambers, 
general manager of the Iowa Electric 
Light & Power Co., Cedar Rapids. This 
announcement supplements plans dis. 
closed earlier in the year (ELEctRICAL 
Wortp, March 8, 1941, page 85) for 
the addition of a 300,000-lb.-per-hour 
boiler at the Cedar Rapids plant, in. 
stallation there of a 15,000-kw. turbine 
and construction of a new 115,000-volt 
transmission line from Cedar Rapids to 
Marshalltown. These three improve- 
ments will cost about $2.500.000, it was 
estimated. 

To these projects Mr. Chambers’ 
recent announcement disclosed the ad- 
dition of a new 125,000-lb.-per-hour 
boiler and 7,500-kw. turbine for the 
generating station at Boone. Steam 
pressure is to be 615 lb. psi., tempera- 
ture 750 deg. F. The project will cost 
about $750,000. 

Mr. Chambers also disclosed that an 
additional $750,000 has been set aside 
for additional generating capacity in 
the Marshalltown or Boone district. but 
particulars as to kind, size and _ loca- 
tion are yet undetermined. 

To finance these improvements the 
company recently applied to the Inter- 
state Commerce Commission for the is- 
suance of $2,000.000 in first mortgage 
bonds and $1,500,000 in general mort- 
gage serial notes. Retirements inci- 
dent to the program are estimated at 
more than $2,250.000, it was asserted. 

When finally completed the present 
plans contemplate a net increase in the 
company’s property, since January 1. 
1940. of approximately $6,000,000. 
against which there will be the addi- 
tional indebtedness referred to of 
$3,050,000. 

The balance of the funds required 
for this addition will be provided from 
cash on hand and from income over the 
three-year period. 


Plans New Diesel Unit 


Osceola, Ark., municipal light and 
power board has sold $97,000 of revenue 
certificates to T. J. Raney & Co., bond 
buyers of Little Rock, Ark., to refinance 
outstanding indebtedness of $38.212 and 
install a new Diesel engine for the plant 
at a cost of $53,839. Certificates cat" 
interest rate of 3.85 per cent, as com 
pared with 6 per cent on old issue. Ce™ 
tificates are secured by monthly income 
of plant and will mature in eig!it yea! 
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New Unit at Dresser 
Put Into Operation 


Without fanfare, Public Service Co. 
of Indiana last week put its new 50,000- 
kw. boiler and turbine installation at 
Dresser station into commercial opera- 
tion. This $4,000,000 addition, on 
which construction was started Novem- 
ber 16, 1939, brings the installed ca- 
pacity at this mine-mouth station to 
225.000 kw. of its estimated ultimate 
capacity of 300,000 kw. 

The new turbine is designed to oper- 
ate on steam at 650 lb. psi., 900 deg. 
F., supplied by two new 250,000-lb.- 
per-hour boilers burning pulverized 
fuel. It is planned to operate the sta- 
tion so that the new unit will carry 50 
per cent of the station’s proportion of 
the system requirements. Stated an- 
other way, the new turbine will operate 
at between 80 and 85 per cent capacity 
factor. 

According to J. J. Trainor, chief en- 
gineer, the coal rate for the new unit 
will be 1.25 lb. per kw.-hr. send-out. 
This higher economy of the new unit 
is expected to lower the station’s coal 
consumption rate from 1.75 Ib. 
kw.-hr. to 1.66 lb. per kw.-hr. 

While the new turbo-generator was 
placed in operation officially on May 
1, it was in synchronism with the sys- 
tem for about ten days previous to 
that date. 


per 


Elects 1941 Officers 


At the annual meeting of the Mary- 
land Utilities Association held recently 
in Baltimore, R. L. Smith, Potomac Edi- 
son Co., Frederick, Md., was elected 
president. Other officers elected were: 
Vice President, Lewis Payne, Eastern 
Shore Public Service Co., Salisbury, 
Md.; treasurer, R. F. Bonsall, Consoli- 
dated Gas Electric Light & Power Co., 
Baltimore, and secretary, Wilson Cook, 
Potomac Edison Co., Frederick, Md. 


FPC Approves Merger 


Federal Power Commission — has 
authorized and approved the merger of 
the facilities of the Central Light & 
Power Co., subsidiary of Central States 
Power & Light Corp., Harvey, N. D.. 
with the facilities of Otter Tail Power 
Co., Fergus Falls, Minn. 


Help Conservation Plan 


Upon application of the South Caro- 
lina Public Service Authority, licensee 


for the Santee-Cooper hydro-electric 
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ON THE LINE—Into commercial operation May 1 went the $4,000,000 boiler and tur- 

bine addition to Dresser station of Public Service Co. of Indiana, consisting of a 

50,000-kw. General Electric turbo-generator and two new 250,000-lb..per-hour Com- 
bustion Engineering bent-tube, slag tap, boilers, 650 psi., 900F. 





project in South Carolina, the Federal 
Power Commission has authorized the 
authority to enter into a lease providing 
for the use of certain lands within the 
project area by the fish and wildlife 
service of the Department of the Interior 
as part of the Santee National Wildlife 
Refuge. 


Plans Electric Rate Cut 


General reduction in rates to be in- 
augurated by the Los Angeles Bureau 
of Power and Light on or about August 
1 will reduce the agency's gross reve- 
nues by approximately 3 per cent. The 
reduction is expected to aggregate 
$1.044.000 annually and will apply to 
residential. genera! lighting and street 
lighting classifications. Approval of the 
new schedule by city authorities and 
legal publication of the enabling ordi- 
nance is required before the rates can 
become effective. 


Rural Lines Authorized 


Certificates authorizing construction 
and operation of 34.23 miles of rural 
electric line in Whiteside, Henderson, 
McHenry, Stephenson, Ogle. Lee, Jo- 
Daviess, Carroll, Boone, Kane, Henry, 
Mercer and Rock Island counties have 
been granted to the Illinois Northern 
Utilities Co. and the Sherrard Power 
System by the Illinois Commerce Com- 
mission. Of this total the Illinois North- 
ern Utilities Co. will construct 28.53 
miles and the Sherrard Power Co. 5.70 
miles. 
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Bennion Sees Utilities 
With Excess Capacity 


Speaking in Chicago last week at the 
engineering meetings of E.E.I., Col. 
H. S. Bennion, vice-president and man- 
aging director, told some two hundred 
utility engineers that external condi- 
tions are throwing a heavy demand on 
the industry, the duration of which is 
uncertain but which is bound to leave 
the utilities with considerable 


excess 
generating capacity. 
This situation, Colonel Bennion 


stated, is complicated by a steady trend 
in this country toward state socialism 
in all lines of business activity. Now, 
as in the times of the Civil War, he 
asserted, the country finds itself half 
free and half slave. This internal con- 
dition makes the problem of utilities 
much more difficult in meeting sudden 
wartime demands. 

Col. Bennion pointed out that this 
situation in future years will throw an 
increasing burden on engineers if the 
nation is to successfully survive the 
situation that lies ahead. 

The industry must move forward, Col. 
Bennion declared; it cannot stand still. 
Conditions facing it today can only be 
met by the exercise of engineering skill 
outreaching what we have done in the 
past. 

Fortunately we are in a good state 
of training. A review of the past ten 
years shows great strides in engineer- 
ing and we are not standing still now, 
Col. Bennion continued. But we must 
continue to put forth the same effort 
and rise to demands, however stiff they 
are. 
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PEA MEETING—Seen during the meeting of the operations section of Pennsylvania 

Electric Association in Altoona last week, |. to r. top, George R. Conover, Philadelphia 

Electric: P. H. Powers, West Penn Power; A. J. Althouse, Metropolitan Edison. Bottom— 

C. D. Buchholtz, Philadelphia Electric; Dr. E. B. Roberts, Westinghouse Electric & 

Manufacturing Co.; E. H. Werner, Pennsylvania Edison; E. O. Shryock, Pennsylvania 
Edison, and H. K. Breckenridge, West Penn Power 


PEA Group Studies 
Tasks of Operations 


“Today's foreman into a 
new world of enlarged opportunity,” 
said Dr. E. B. Roberts, assistant to vice- 
president, Westinghouse Electric & 
Manufacturing Co., in addressing the 
spring conference of the operations 
section of the Pennsylvania Electric 
Association, held in Altoona, Pa., last 
week. 

“The foreman’s task is not only to get 
things done but to get things done 
harmoniously, which means that he 
must inform the minds of his men, he 
must mold the attitudes of his men 
and he must apply the skills of his 
men,” continued Dr. Roberts. “The re- 
sponsibility of executive management 
is to provide new tools, to be back of 
the effort and equip their foremen with 
a clear understanding of policy. with 
responsibility commensurate with the 
job, and with an opportunity to master 
the new techniques that are essential 
to the job.” 


emerges 


Earl J. Dovey, assistant general super- 
intendent of distribution, Duquesne 
Light Co., told of a voluntary training 
course for rating linemen on a fair 
and impartial basis so that men who 
qualified would uniformly meet the 
minimum job requirements and thus 
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become eligible for promotion to higher 
grade. 

W. E. Sturm, West Penn Power Co., 
conducted a customer relations clinic 
with a board of four experts answering 
questions on problems of handling 
customers. 

George R. Conover, manager public 
relations department, Philadelphia 
Electric Co., spoke at the luncheon ses- 
sion and the afternoon was devoted to 
committee meetings on employee train- 
ing, customer contact, accident preven- 
tion, motor transportation, stores and 
rights-of-way. Featuring the afternoon 
session was a sound motion picture of 
the Philadelphia Electric Company’s 
line school. 


Thomas Named Head 
of Arkansas Group 


Regulatory commissions can _ be 
“drunk with power the same as can 
utility executives,” Albert S. Johnson. 
president of United Gas System, told 
the Arkansas Utilities Association at 
its meeting last week in Hot Springs. 
“Power always is dangerous when con- 
centrated in one man or group of 
men.” he declared. 
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Urging honesty in government, Mr, 
Johnson stated that “no government 
could expect its citizens to respect and 
obey the law if it adopts one standard 
of honesty for itself, and another stand. 
ard for us.” 

At the close of the two-day session, 
W. F. Thomas of Fayetteville, local 
manager for Southernwestern Gas & 
Electric Co., was elected president to 
succeed D. H. Thurston of Arkansas 
Louisiana Gas Co. 

Other officers elected included A. B, 
Harper, Fort Smith Gas Co., first vice. 
president; C. S. Lynch, Arkansas Power 
& Light Co., second vice-president; 
R. E. Ritchie, Arkansas Power & Light 


Co., secretary-treasurer. 


MEETINGS 


National Electrical Manufacturers Association— 
Spring meeting, The Homestead, Hot Springs, 
Va., May 11-15, W. J. Donald, managing direc- 
tor, 155 East 44th St., New York, N. Y. 


National Fire Protection Association—Annual 
meeting, Royal York Hotel, Toronto, Canada, 
May 12-17. Robert S. Moulton, technical secre- 
tary, 60 Batterymarch St., Boston, Mass. 


Northwest Electric Light and Power Association— 
Annual meeting, accounting and business prac- 
tice section, Baker Hotel, Baker, Ore., May 15- 
16. Berkeley Snow, executive secretary, 707 
Spalding Bldg., Portland, Ore. 


National Electrical Wholesalers Association—An- 
nual convention, The Homestead, Hot Springs, 
Va., May 18-22. E. Donald Tolles, managing 
director, 165 Broadway, New York, N. Y. 


Pacific Coast Electrical Association—Annual_ con- 
vention, Hotel del Coronado, Coronado, Calif. 
May 21-24. 


Missouri Valley Electric Association—Spring ac- 
counting conference, Continental Hotel, Kansas 
City, Mo., May 22-23. |. D. Pettegrew, director, 
1527 Sharp Bldg., Lincoln, Neb. 


Empire State Gas and Electric Association—Elec- 
tric operating group, Van Curler Hotel, Sche- 
nectady, May 23. George H. Smith, 
secretary, Grand Central Terminal, New York, 
N. Y. 


Public Utilities Advertising Association—Annual 
convention, Hotel Statler, Boston, Mass., May 
26-27. James Macdonald, chairman, Boston 
Edison Co., Boston. 


National Association of Purchasing Agents—An- 
nual convention, Chicago, Ill., May 262% 
G. A. Renard, executive secretary-treasurer, II 
Park Place, New York, N. Y. 


Edison Electric Institute—Annual convention, Buf 
falo, N. Y., June 2-5. Col. H. S. Bennion, 
managing director, 420 Lexington Av., New 
York, N.Y. 


American Society of Heating and Ventilating En- 
gineers—Semi-annual meeting, Palace Hotel, 
San Francisco, Calif., June 16-19. A. V. Hutch 
inson, secretary, 51 Madison Av., New York, 
N. Y 


American Institute of Electrical Engineers—Sum- 
mer meeting, Royal York Hotel, Toronto, 
Canada, June 16-20. H. H. Henline, national 
secretary, 27 West 39 St., New York, N. Y 


Pacific Heating and Air Conditioning Exposition 
—Exposition Auditorium, San Francisco, Calif. 
June 16-20. Publicity Department, Pacific 
Heating & Air Conditioning Exposition, Grand 
Central Palace, New York, N. Y. 


American Society of Mechanical Engineers—Sem!- 
annual meeting, Kansas City, Mo., June 16-20. 
C. E. Davies, national secretary, 29 West 39h 
St., New York, N. Y. 


American Society for Testing Materials—Annual 
meeting, Palmer House, Chicago, Ill., June 2 
27. R. E. Hess, assistant secretary, 260 Sout! 
Broad St.,:\ Philadelphia, Pa. 

Canadian Electrical Association — Annus! meet 
ing, Seigniory Club, P. Q., Canada, June 2- 
27. 8B. C. Fairchild, secretary, 804 Tramway 
Bldg., Montreal, 
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Kremmling, Colo., goes on 24 hours a day with night floodlighting developed by General Electric engineers. 
Green Mountain Dam, on the Blue River, will be the second highest and largest earth and rockfill dam to 
be built in this country, being exceeded only by Gabriel Dam No. 1 in California 


ELECTRIFIED COTTAGE of San Antonio Public Service Co. was a particular drawing card at the San Antonio, 
Tex., Annual Home Show, held recently. More than 40,000 people passed through its three rooms, which 
featured a planned modern kitchen, a light-conditioned living room and an air-conditioned bedroom 


PENNA.POWER &LIGHT CO. 
“MODERNIZE WITH ELECTRICITY” 
, an ao pee sti . N ¢ 


> 


EXHIBIT—Adequate wiring featured this unique cutaway electric home displayed by Pennsylvania Power & Light 
Co. at the annual builders’ show in Harrisburg. From the main switch and circuit panel box, all individual 
switches, outlets and all wiring circuit) were exposed in plasterless walls and partially opened ceilings 


(right), presents to Walt Disney 
lettered and illuminated parchn 


QUICK WORK—Plymouth Coun Electric 

and 50 linemen so quickly when 

400 cottages at Ocean Bluff, 

hours after the fire started andBesidentic 

ten hours. The utility lost $0 poles 
tranormers 





DUSTRY 


_A. Hansen, director of the Western 
SES. Pacific regional vice-president 
m creator of Mickey Mouse, a hand- 
mint, in recognition of his creation for 

the Nutcracker Suite of “Fantasia,” 
Glifornia section of I.E.S. 


METER DISPLAY—This booth, where visitors could watch a meter tester aciually adjust an electric meter 
at a stroboscopic test bench, attracted a daily attendance of 800 at Commonwealth Edison Company’s 
Electric Living show in Chicago last week 


Electric Co. mobilized five trucks 
million-dollar fire swept away some 
ss, that street lights were on six 
ondBesidential service was back within 


0 poles, 360 meters and twelve 
ormers 


PLANT ARKWRIGHT—lInstalling the 40.000-kw. Westinghouse turbo-generator in the new plant being built 
by Georgia Power Co, in Macon. A second unit is to be added to the plant next year and the first unit 
is to go into operation in June 
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( | HIPERSIL— NEW MAGNETIC MATERIAL. This new 
electrical steel for transformers, offered exclusively by 
Westinghouse, has one-third more flux-carrying capacity than 
the best grade of silicon steel. In Hipersil transformer cores, May 
which are wound on special machines, the flux path is always poy 
parallel to the grain of the metal. Apr. 
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TF SMALLER SIZE TRANSFORMERS. Westinghouse engi- sa : 7 = wg : 
neers demonstrate that Hipersil enables the smaller core : = Be : ublic [ 
nd coil model at the extreme left to carry the same magnetic 
ux as the larger silicon steel model beside it. Hipersil has 
educed the weight of distribution transformers as much as ; generatin 


2 per cent. QUIETER OPERATION. Magnetic hum is less in Hipersil than in tricity for 
ordinary silicon steel at the same flux density. This advantage is arose rt 

AVES REPAIR TIME. Core and coil assembly of Hipersil trans- being demonstrated on the cathode-ray oscilloscope shown above. road's oy 
ormers—shown below—permits repairs to be made in [—— 1 The be 
small fraction of the time required by other designs. “7” that a | 
the price 
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ower Output Drops 
Below Previous Week 


Production of electrical energy for 
1e week ended May 3 slipped below 
1e preceding week, although remain- 
ig 14.6 per cent above a year ago. The 
‘dison Electric Institute reported total 
utput of 2.734,460,000 kw.-hr., which 
vas 0.57 per cent below the week be- 
ore but 26.3 per cent above the same 
939 week. 

The decline in production is normal 
t this time of the year and probably 
yas accentuated because the recent 
oal strike has decreased industrial 
ctivity in some plants. Also, last week 
vas the first full week of daylight 
aving time, lessening the lighting load. 

Encouraging was the percentage gain 
wer a year ago for all but two of the 
major geographic regions—central in- 
justrial and west central. With a speed- 
ng up of national defense production 


Weekly Output, Millions Kw.-Hr. 


1941 1940 1939 
May 3 2,734 May 4 2,386 May 6 2,163 
Apr. 26 2,750 Apr. 27 2,397 Apr. 29 2,182 
Apr. 19 2,701 Apr. 20 2,421 Apr. 22 2,199 
Apr. 12 2,721 Apr. 13 2,418 Apr. 15 2,171 
Apr. 5 2,778 Apr. 6 2,381 Apr. 8 2,173 
Mar. 29 2,802 Mar. 30 2,422 Apr. | 2,210 
Mar. 22 2,809 Mar. 23 2,424 Mar. 25 2,198 
Mar. 15 2,817. Mar. 16 2,460 Mar. 18 2,225 
Mar. 8 2,835 Mar. 9 2,464 Mar. II 2,238 
Mar. | 2,825 Mar. 2 2,479 Mar. 4 2,244 


Per Cent Change from Previous Week 


Week Ending 


eo 


May 3 Apr. 26 Apr. |9 

New England... +21.9 +20.5 +17.6 
Middle Atlantic +12.7 +11.0 + 5.4 
Central Industrial...... +18.3 +20.2 +16.7 
West Central.. .. +12.0 +-13.7 +12.4 
Southern States........ -+15.7 +15.3 +12.9 
Rocky Mountain +-16.1 +14.1 +14.0 
Pacific Coast........... + 7.6 + 4.7 + 4.4 
Total United States.. +14.6 +14.7 +-11.6 


Billions of Kw-Hr. 


1.8 
o = 


and more plants going on a 24-hour 
basis, industrial power use is expected 
to rise sharply during coming weeks. 
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The record sale of electrical appliances 
is expected to go a long way in offsetting 
the loss in lighting loads. 





Urge Boston Railway 
Buy Its Power Needs 


The Department of 
Public Utilities, in a report to Governor 
Saltonstall, urged again that the Boston 
Elevated Railway divest itself of its 
generating plants and contract for elec- 
tricity for system operations. The report 
arose from continued deficits in the 
road’s operation. 

The board stated that it is essential 
that a legal agency be created to fix 
the price of such power not to ex- 
ceed the road’s own cost in properly 
equipped and situated standard type 
plants of adequate capacity. The pro- 
ceeds from the sale of these plants 
under such conditions should be ap- 
plied, the commission states, to pur- 
chase or retirement of 
securities of heaviest 
vidend payments. 

The railway’s plants (25 cycle) at 
South Boston and Lincoln Wharf gen- 
frated 235,853,300 kw.-hr. in the year 


Massachusetts 


outstanding 
interest or di- 
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ended March 31, 1940, at an average 
cost of 7.88 mills per a.c. kilowatt- 
hour, including depreciation and fixed 
charges. These costs were broken down 
into operating expenses at Lincoln 
(excluding depreciation) of 3.69 mills 
per a.c. kilowatt-hour (113,522,400 kw.- 
hr.) and at South Boston, 5.05 mills 
(123.330,900 kw.-hr.). Available ca- 
pacity at Lincoln is 50,000 kw. and at 
South Boston 80,000 kw. The two plants 
together can carry a base peak of 130,- 
000 kw. and the maximum hourly peak 
in the last fiscal year was 76.800 kw., 
leaving 52,000 kw. of available addi- 
tional form capacity under normal con- 
ditions. The board suggests using this 
“inert” power in some way for national 
defence. 


Electrify Virgin Islands 


A contract to electrify the Virgin 
Islands as a unit in the Caribbean de- 
fense program has been awarded to 
Roy Richards of Carrollton, Ga. Last 
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August Mr. Richards went to the new 
United States insular possessions upon 
invitation of the government to conduct 
a survey looking toward electrification 
of the islands. 


Accept Lower Rate Offer 


Directors of the Louisville Railway 
Co. have approved an offer from the 
Louisville Gas & Electric Co. for sub- 
stantial concessions in the rate charged 
for power. The agreement goes to the 
Kentucky Public 


for ratification. 


Service Commission 


G. E. Pension Payments 


General Electric pensions paid last 
year to 3,491 employees retired from 
active service totaled $2,647,706, ac- 
cording to President Charles E. Wil- 
son. Since the pension plans were 
established, in 1912, a total of $28.- 
506.609 has been paid to employees. 
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A. N. Woodhead of Albany 
Assumes Broader Duties 


Albert N. Woodhead was elected a 
vice-president of the New York Power 
& Light Corp. at a recent meeting of 
the board of directors. This announce- 
ment follows closely Mr. Woodhead’s 





Bachrach 


election as a director of the corpora- 
tion at the stockholders’ meeting. 

Mr. Woodhead has been associated 
with the power company since 1926, 
when he went to Albany, and soon 
after became assistant secretary. In 
that capacity he directed the company’s 
advertising and publicity programs as 
well as matters concerning public rela- 
tions. He will continue to supervise 
these activities in his new official capac- 
ity. 

Well known in Albany, Mr. Wood- 
head has taken an active part in many 
civic affairs of general interest to the 
community. He is president of the Al- 
bany Advertising Club and _ past-presi- 
dent of the Albany Safety Council. A 
graduate of St. Lawrence University. 
he served for a time on the news staff 
of the Watertown (N. Y.) Daily Times 
and for several years prior to his going 
to Albany he was associated with public 
utility companies in New York City. 


16 (1572) 


EWS ABOUT PEOPLE 


> V. R. Parrack, formerly distribution 
design engineer with the Carolina 
Power & Light Co., Raleigh, N.C., is 
now associated with the Virginia Public 
Service Co., Charlottesville. 


P Avery R. ScHILLER, operating vice- 
president of the Public Service Co. of 
New Hampshire, has also been named 
general manager of the company, and 
J. Bropiz Smitru, who has been vice- 
president and general manager for 
many years, has retired from the gen- 
eral managership, but will remain a 
vice-president. 


> Rosert T. Bowman has been ap- 
pointed director of public relations for 
the John A. Roebling’s Sons Co., Tren- 
ton, N. J. Mr. Bowman has served three 
years as president of the New Jersey 
State Chamber of Commerce and retired 
from that position recently. 


> René G. Maurette has joined the 
engineering department of the Hygrade 
Sylvania Corp., Ipswich, Mass., follow- 
ing a previous connection with the 
Erickson Manufacturing Co., Boston. 
Mr. Maurette is secretary of the New 
England section I.E.S. 


> Rosert E. Donerry, president of the 
Carnegie Institute of Technology, has 
been appointed chairman of the Produc- 
tion Planning Board, John D. Biggers, 
director of the Division of Production, 
OPM, has announced. Dr. Doherty has 
been a member of the Production Plan- 
ning Board since its establishment. 


> FE. C. Branpt, sales manager of the 
renewal parts and service division of the 
Westinghouse Electric & Manufacturing 
Co.. has been granted a leave of absence 
to assume duty with the Office of Pro- 
duction Management at Washington, 
D.C. While Mr. Brandt is serving the 
government, H. R. Meyer will take over 
his work at Westinghouse. Mr. Meyer 
is manager of the renewal parts section 
of the transportation and generator 
division. 


Louisiana Power Elects 
Salvant Vice-President 


R. M. Salvant has been elected vice- 
president and secretary of the Louisiana 
Power & Light Co. and A. M. Naquin 
has been elected assistant treasurer. 

Both Mr. Salvant and Mr. Naquin 
have long service records with the com- 
pany. Mr. Salvant has been with the 
company and its predecessor organiza- 
tions since 1911. Shortly after the or- 
ganization of the Louisiana Power & 
Light Co., in 1927, Mr. Salvant was 
elected assistant secretary and assistant 
treasurer. He became its secretary in 
1928 and served in this capacity and 
as assistant treasurer until his new 
appointment as vice-president and sec- 
retary. Mr. Salvant was formerly an 
officer and director of the old South 
New Orleans Light & Traction Co., 
which became a part of the present 






R. M. Salvant 


company. He has also served on the 
board of directors of the Louisiana 
Power & Light Co. since 1928. 
Mr. Naquin has been connected with 
Louisiana Power & Light since 192. 
He was previously connected with the 
New Orleans Public Service. Inc. 
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Columbia Gas Elects New 
Officers: Other Shifts 


Howland H. Pell, Jr., secretary, and 
H. Edwin Olson, assistant treasurer, of 
the Columbia Gas & Electric Corp., 
have been elected vice-presidents. 

Lynn H. Blount has been elected an 
assistant treasurer to succeed Everett 
D. Bivens. Dale Parker was elected sec- 
retary, succeeding Mr. Pell, and treas- 
urer, succeeding A. J. Newman. Mr. 
Olson will continue as an assistant 
treasurer. 

Hubert C. Blackwell, Paul S. Clapp, 
Harry A. Wallace, Chauncey I. Weaver 
and Thomas R. Weymouth, former vice- 
presidents, were not re-elected. It was 
announced that while the changes “in- 
volve a reduction in the number of 
elected officers and some rearrangement 
of personnel, it is emphasized that all 
vice-presidents and junior officers not 
re-elected are continuing as active mem- 
bers of the Columbia Engineering Cor- 
poration and other subsidiaries.” 


J. E. Shute, Penn Edison 
Vice-President, Retires 


J. Emory Shute, who has been affili- 
ated with the Pennsylvania Edison Co., 
Altoona, since its organization in 1910, 
has retired from the office of vice- 
president, in charge of personnel, real 
estate, right-of-way and safety. 

Mr. Shute became identified with the 
electricai utility business with the merg- 
ing of the old Edison and Citizen’s 
Electric Light companies into the Penn- 
Central company back in 1910 and has 
since been affliated with it and _ its 
successor, the Pennsylvania Edison Co. 
He was elected a director of the Penn- 
Central company in 1927 and two years 
later was made a vice-president. Mr. 
Shute has been a resident of Altoona 
for more than a half century and he 
has been active in practically all proj- 
ects and movements for the upbuilding 
and expansion of the city. 


>CLaupe L. Draper has been reap- 
pointed by President Roosevelt to an- 


other five-year term on the Federal 
Power Commission. 


> CH ARLES C. SNypeR has been ap- 
pointed business agent for the Los 
Angeles Bureau of Power and Light. In 


his new capacity he directs sales promo- 
hon activities, 


P Wayne ALLEN, who has been con- 
nected with the supercharger depart- 
ment at the River Works of the Gen- 
eral Electric Co. in Lynn, Mass., for 
several years, has been appointed su- 
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percharger application engineer at the 
company’s Los Angeles office. On leav- 
ing Lynn he was presented with a wrist 
watch by departmental employees. He 
is a graduate of the company’s appren- 
tice course and entered the  super- 
charger department on test in 1929, 
later serving in the drafting depart- 
ment and on the engineering staff. 


> Jj. W. Barker, dean of engineering, 
Columbia University, New York, N. Y.. 
has been elected a member of the execu- 
tive committee of the council of the 
American Association for the Advance- 
ment of Science for a four-year term. 


PB. J. Brucce has been appointed 
welding consultant and engineer for 
the Lincoln Electric Co. at Washing- 
ton, D. C. He will be engaged in con- 
sulting work having to do with the 
application of arc welding in the Na- 
tional Defense Program and will be 
available for such work with all gov- 
ernment departments. He will be asso- 
ciated with T. A. Canty, Inc., Lincoln 
representatives in Baltimore, Md. Mr. 
Brugge has been associated with Lin- 
coln since 1931. 


> Rosert B. MILvteR has been elected 
president of the Mastergrip Utilities 
Supply Corp., St. Louis, Mo. Frep H. 


LuecKE has been elected vice-president 


and J. M. WESTOVER secretary. 


P Roscor H. Smitu has been made 
manager of applied engineering for the 
Reliance Electric & Engineering Co., 
Cleveland, Ohio. Paut W. ARNOLD has 
been appointed manager of machinery 
design applications and RicHarp A. 
GrUDER manager of metal industry 
applications. Mr. Smith attended the 
U. S. Naval Academy and the Massa- 
chusetts Institute of Technology. He 
joined Reliance in Cleveland immedi- 
ately following graduation from M.I.T. 
Mr. Arnold has been engaged in appli- 
cation engineering work for Reliance 
since 1927 and Mr. Geuder since 1929. 


OBITUARY 


> James E. Way, vice-president and 
sales manager of the R. Thomas & Sons 
Co., died on April 23. Mr. Way was 
located in the New York office of the 
company. He had rounded out approx- 
imately 50 years of service with the 
organization and thus was long identi- 
fied with insulator development. At the 
time of his death he was also president 
of the Memco Engineering & Manufac- 
turing Co. 


> Taytor C. Harvey, sales manager of 
the Public Service Company of New 
Hampshire since December, 1928, died 
on a motor trip at Lancaster, N. H., on 
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April 20. He was born in Dunlap, Kan., 
in 1904, and was employed in the sales 
department of the Michigan Electric 
Power Co. from 1923 until going to New 
Hampshire. Although young in years, 
he established an enviable record of suc- 
cess in all branches of electrical load 
building and was well and favorably 
known in the New England territory. 


H. S. Kirkpatrick 


Harry S. Kirkpatrick, state commer- 
cial manager for the Ohio Pewer Co., 
Canton, Ohio, died April 24 in that city, 
in his sixty-fifth year. He had been in 





poor health for a number of months and 
had not been at his office for three 
weeks. 

Mr. Kirkpatrick was for many years 
office manager of the Wheeling Electric 
Co., Wheeling, W. Va., later becoming 
superintendent at Bellaire, Ohio. In 
1924 he was transferred to the main 
offices of the Ohio Power Co., at Can- 
ton, and since that time had been com- 
mercial manager. He was acting man- 
ager of the Valley division at Ports- 
mouth in 1935 and 1936. 


P FRANKLIN P. JACKSON, assistant to 
the president of the New England 
Power Association, Boston, died sud- 
denly on a train April 24 near Havre de 
Grace, Md., while returning home from 
a Southern trip. He was born in Worces- 
ter, Mass., in 1895, and after serving in 
the U.S. Navy during the World War 
entered the employ of the New England 
Power Co. at Worcester, for several 
years being accountant in charge of 
plant and property records. In 1927 he 
became assistant treasurer of the Narra- 
gansett Electric Co., Providence, R. L., 
and the following year was transferred 
to Boston as assistant treasurer of the 
association. In 1937 he was appointed 
to the position he held at the time of 
his death. 
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Sales of Electric 
Appliances Spurt 


Domestic sales of electric refrigera- 
tors continued to show sharp increases 
during March and for the first quarter, 
according to a report issued by the Na- 
tional Electrical Manufacturers Asso- 
ciation. 

Reports to the Association from 
twelve companies indicate that 393,425 
units were sold during the month of 
March, compared with 277,379 units for 
the same month last year, fifteen com- 
panies reporting. During the three 
months ended March 31 sales totaled 
1,076,661 units, compared with 756,957 
units for the first quarter of 1940. 

Canadian sales in March amounted 
to 5,840 units, compared with 6,397 
units in March, 1940, and for the first 
quarter totaled 14,458 units, compared 
with 14,944 in the first quarter of 1940. 

Total world sales amounted to 412,099 
units in March, compared with 291,999 
for the same month last year, and 
1,122,994 for the first quarter, compared 
with 795,187 for the first quarter of 
1940. 

Electric range sales in continental 
United States, Alaska and Hawaii to- 
taled 61,647 units in March, compared 
with 39,643 units in March, 1940. For 
the first three months sales amounted to 
163.953 units, compared with 109,036 
units for the first quarter of 1940. 


Navy Awards Contracts 


Bureau of Yards and Docks, Navy 
Department, Washington, D. C., has 
awarded a contract to United Engi- 
neers & Constructors, Inc.,  Phila- 
delphia, Pa., at $400,000 for exten- 
sions and improvements in power 
plant at the Philadelphia navy yard, 
including installation of additional 
equipment. Also, an award at $659,000 
for expansion in power station at 
Charleston, S. C., navy yard, includ- 
ing the furnishing and installing of 
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new boiler unit = and 
motor-driven air 
modifications in switchgear, and, in 
same contract, for power substation 
for outside power supply at Naval 
powder factory, Indian Head, Md. 


accessories, 
compressor and 


Expand Plant Capacity; 
Increase Indebtedness 


The largest furnace at the new steel 
plant of Copperweld Steel Co. at War- 
ren, Ohio, has gone into operation and 
will increase the melting capacity of 
the plant by more than 50 per cent, 
stockholders of the company were ad- 
vised by S. E. Bramer, president, at the 
recent annual meeting at the company’s 
main plant at Glassport, Pa. 

Increase in authorized indebtedness of 
the company to $5,000,000 from $3,000,- 
000 was voted by stockholders at a 
special meeting immediately following 
the company’s annual meeting. This in- 
crease was asked by the management to 
provide additional working capital for 
the company, made necessary by the 
rapid expansion of activities during the 
past eighteen months. 


Cleaner Sales Up 26% 


Vacuum Cleaner Manufacturers As- 
sociation reports March industry sales 
of vacuum cleaners show an increase 
over the same month of the previous 
year of almost 26 per cent, with a total 
for the month of 224,329 units, as com- 
pared with 178,681 units for March of 
last year. 

o 


Hygrade Sylvania Plant 


Ground will be broken this month for 
a new fluorescent lamp plant at Dan- 
vers, Mass., by Hygrade Sylvania Corp. 
The building, to cost approximately 
$500,000, will be ready for occupancy 
in the fall. 


ELECTRICAL WORLD e@ 


ANUFACTURING - MARKETS 


Net Profits Rise 
in First Quarter 


Square D Co., in report for the quarter 
ended March 31, subject to audit and 
year-end adjustments, shows net profit 
of $764,179 after depreciation, federal 
income and excess profits taxes, etc., 
equal after dividend requirements on 5 
per cent preferred stock, to $1.75 a 
share on 421,360 shares of common 
stock. 

This compares with $400,858 or 89 
cents a share on common reported for 
March quarter of previous year. No 
provision was made for excess profits 
tax in first quarter of 1940. The com- 
pany’s Kollsman plant has been com- 
pleted and will be in operation in the 
near future. 

Other companies issuing reports cov- 
ering the first quarter operations follow: 


GENERAL CaptE—Net profit. $1,006, 
006 after interest, depreciation, provision 
for federal normal income and_ excess 
profits taxes at existing rates, etc., equal 
after quarterly dividend requirements on 
150,000 shares of 7 per cent preferred 
stock, and allowing for dividends on 306, 
689 shares of $4 Class A stock, to 65 cents 
a share on 671,858 no-par shares of common 
stock. This compares with $727,425, or 
23 cents a share on 664,558 common shares 
in March quarter of previous year. 


ANACONDA Wire & CaBLE— (Preliminary) 
net profit, $747,811 after depreciation, 
obsolescence, federal income taxes, and 
$412,326 provision for excess _ profits 
tax, equivalent to $1.77 a share on 421,981 
no-par shares of capital stock. This com: 
pares with $129,280 or 31 cents a share 
in March quarter of previous year. Report 
states: “Provision for taxes has been based 
on existing rates with no consideration for 
increased rates that may apply to 1941 
income.” 


Jouns-MANvi_Le—Consolidated net earn: 
ings, $1,561,585, equivalent to $1.73 4 
share on the common stock, compared with 
$777,694, or 76 cents a share in first quar- 
ter of 1940. 


CoppeRWELD SteEEL—Net earnings, alter 
all charges, including income and excess 
profits taxes, $438,723, compared with 
$227,687 for the first quarter of 1940. 
These earnings are equivalent, after pro 
vision for preferred dividends, to 80 cents 
a share on 514,864 outstanding shures ° 
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common stock, compared with 46 cents 
per share earned on 431,714 shares out- 
standing at the end of the corresponding 
quarter last year. With federal income 
tax calculated at a 30 per cent normal 
rate, the deduction for Federal and State 
income taxes for the quarter amounted to 
$327,141. Provision of $220,110 was made 
for excess profits tax, making a total tax 
deduction for the quarter of $547,251. 


Westinghouse Dividend 


Westinghouse Electric & Manufac- 
turing Co. has declared dividends of $1 
a share each on the preferred and com- 
mon stocks. Chairman A. W. Robert- 
son said that the “extra work arising 
out of national defense is placing a 
heavy burden on management, but great 
progress has been made and in a few 
months the well-known ability of 
American business to produce satisfac- 
tory results will be functioning to our 
satisfaction.” He said the company 
was experiencing some shortage of ma- 
terials and delay in delivery of machine 
tools. 


Sells Pole Business 


Negotiations have been completed 
for the sale of the Weyerhaeuser Pole 
Co.’s interests at Ahsahka to the B. J. 
Carney Co. Disposal of this business 
concludes the active participation of 
Weyerhaeuser in the cedar pole indus- 
try as a distributor. 


Will Build at Portland 


Western Electric Co. has awarded a 
contract to L. H. Hoffman, Portland, 
Ore, for a new one-story factory 
branch, storage and distributing plant 
on local site at 1245 N. E. 47th Street. 


It is estimated to cost close to 
$125,000, with equipment. <A. E. 
Doyle & Associates, Pacific Block, 


Portland, are architects. 


G.E. Aids Workers 


Practical. 
courses, in 


streamlined, short-term 
which men are trained 
within several weeks to do one specific 
job, are the partial response of General 
Electric Co. to the increasing demand 
for skilled and semi-skilled labor. 





New York Metal Prices 


May 7, ‘41 April 29, ‘41 

Cents per Cents per 
Pound Pound 

Copper electrolytic 12.00* 12.00* 
lead, A. S. & R. Price 5.85 5.85 
Antimony .......... 14.00 14.00 
Nickel, Ingot 35.00 35.00 
Zine ear 7.64 7.64 
Tin, BPS te ec epee ks 52.00 51.75 
Aluminum, 99 per cent.. 17.00 17.00 


*Delivery Connecticut Valley. 
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Field Reports on Business 


Industrial activity is tending upward again, following settlement of the coal 
strike, which slowed production in many plants. Electric utilities are buying 
equipment as they speed construction programs. Government buying continues 
to swell backlogs of electrical manufacturers. Appliance sales tend higher. 


NEW YORK 


Trade in this area continues upward, 
with retail sales reaching new high levels. 
There is a rising demand for electrical 
household appliances, refrigerators and 
mixers leading. New homes under con- 
struction and planned will open new mar- 
kets for electrical appliances as well as 
other electrical equipment. 

Strikes in this area have tied up several 
plants. Trend now is to effect quick settle- 
ment, with pressure being applied from 
Washington in the name of defense. 

Governor Lehman has signed the thirteen 
Feinberg-Holley bills which are intended 
to reform the business of installment sell- 
ing. 

Electrical equipment shipments are con- 
tinuing, with no discernible bottlenecks 
developing. Utilities are making purchases 
of a variety of equipment, including metal- 
clad switchgear, oil circuit breakers, ca- 
pacitors and hangers, voltage regulators 
and transformers. Government contracts 
placed call for cable, controllers, motors, 
welding control panels, electric ranges, 
telephone equipment and wiring materials. 

Large construction awards of the past 
week included a $3,860,000 power plant 
for the Navy Yard in Brooklyn. Defense 
industries in the state are expanding fa- 
cilities on a large scale. 

Engineering construction awards for last 
week totaled $119,425,000, or 93 per cent 
above a year ago, and 11 per cent higher 
than the preceding week. Private awards, 
while sharply below the week before, re- 
main slightly above a year ago. 


CHICAGO 


Most lines of business in this area moved 
forward at an accelerated pace last week. 
With the settlement of the coal strike, steel 
mills are putting more furnaces back in 
operation, with the result that output in 
this district will climb to 101 per cent of 
capacity. Industrial plant expansion con- 
tinues at a rapid pace to meet the increas- 
ing demands of defense requirements. Re- 
vere Copper & Brass Co. has been author- 
ized to construct a $10,000,000 rolling mill 
in Chicago. 

Utility construction programs in the Mid- 
dle West are moving rapidly and will likely 
reach a record total this year. lowa Public 
Service Co. announced a $750,000 improve- 
ment and expansion program for its Water- 
loo plant. Reports from manufacturers in- 
dicate no let-down in the demand for elec- 
trical equipment. Electric truck sales are 
booming and the demand for heavy machin- 
ery continues at peak levels. Dealers report 
appliances moving in exceptionally good 
volume as retail trade continues at high 
levels. 

Electrical contractors are especially busy 
and report increasing difficulty in getting 
men. Electrical permits show substantial 
gains in volume of work. Defense orders 
awarded in Illinois last week amounted to 
$2,619,146, including electric furnaces, $77,- 
504: fixtures, $16,255; wire and cable, 
$155,315; pole line equipment, $32,282; 
switchboards, $26,872; signaling systems, 
$15,283. Allis-Chalmers Manufacturing Co. 
received an additional order totaling $5,134,- 
998 for gun mounts. 
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NEW ENGLAND 


National defense program orders and 
some foreign buying continue to support 
a high level of activity throughout indus- 
trial areas in this district. Though less spec- 
tacular in size and amount than during the 
first quarter of 1941, government buying is 
well scattered and in good volume among 
diversified fields of electrical and mechan- 
ical equipment. Orders for motor-driven 
machine tools are stronger this week; pre- 
cision tools especially are in demand. Elec- 
tric cable orders received from government 
departments include awards totaling $64,- 
929 to Collyer Insulated Wire and $6,033 
to Rockbestos Products Corp. C. I. Hayes, 
Inc., Providence, R. I., has been awarded 
a contract for $18,500 worth of electric 
furnaces and Allis-Chalmers has booked 
$17,250 in circuit breakers. 

Commercial lighting is moving ahead at 
a good rate. A prominent market in the 
eastern Massachusetts area has added 15 
kw. in new equipment, automobile service 
station equipment sales are in good vol- 
ume, ranging from 10 kw. to 15 kw. in new 
equipment, and a manufacturer of electrical 
signaling apparatus has installed 50 kw. 
in new lighting. 

Wiring permits for Boston reported for 
last week took a marked lead over the pre- 
ceding week and show a large gain over 


last year. Sales of appliances by a group 


of Vermont central stations reported dur- 
ing two weeks include 201 refrigerators, 36 
ranges and four water heaters, which rep- 
resent the best record of the past five years. 


PACIFIC COAST 


Pacific Coast wholesalers almost invari- 
ably report well-assorted business, whose 
volume is setting new high records and yet 
whose backlog of unfilled orders is con- 
stantly increasing. Deliveries have not ap- 
preciably lengthened, except for floodlights 
and small staple conduit fittings, but all 
branches of the electrical industry are con- 
cerned over what may be a definite early 
withdrawal of intercoastal boats. The past 
week has witnessed many major electrical 
awards as well as several major plane and 
ship contracts, which will eventually bring 
new wiring and lighting business. Douglas 
of Santa Monica was given a $43,521,300 
plane contract and Boeing of Seattle re- 
ceived a $17,201,352 award. Bay region 
employment for April increased 23 per 
cent in personnel and 33 per cent in pay- 
roll over April, 1940, while southern Cali- 
fornia registered increase of 41 per cent 
and 62 per cent respectively. 

S. Morgan Smith’s bid of $342,850 was 
low for a 40,000-hp. turbine and governor 
for the Parker Dam plant on Arizona- 
California border. Grand Coulee plant cir- 
cuit-breaker bids recorded that Westing- 
house at $143,565 was low for two 230-kv. 
and General Electric low at $50,970 for 
two 115-kv. size. The Bonneville system is 
requesting bids for eight 25,000-kva. trans- 
formers. Various orders of interest include 
500,000 ft. l-in. black pipe for Central 
Valley Dam at Friant, air heaters for Grand 
Coulee plant, a $24,308 award for contact 
and range lighting for Los Angeles Air- 
port, and a $23,854 G.E. carrier-current 
system for Covington-Bonneville sector. 
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Following the general market trend, utility stocks dropped to lower levels during the 


past week. “Electrical World” 
three years; last week, 24.1; 


index declined to 23.8, the lowest point in more than 
last year, 31.3. 


Bond index dipped to 105.8 from 105.9 


the preceding week; last year, 106.3 





Tennessee Financing 
Approved by Board 


Securities and Exchange Commis- 
sion has approved the East Tennessee 
Light & Power Co.’s plan to issue and 
sell to John Hancock Mutual Life In- 
surance Co. $4,800,000 of 34% per cent 
first mortgage bonds, series A, due 
January 1, 1966, at 102% and interest, 
and to issue 22,140 shares of common 
stock of a stated value of $1,107,000 
to Cities Service Power & Light Co., 
which, together with $1,481,000 of the 
proceeds from the sale of the bonds, 
will be delivered to the latter company 
in satisfaction of the $2,705,000 of 


East Tennessee’s bonds which it now 
owns. 
The balance of the proceeds from 


the sale of the bonds will be used in 
retiring $3.230.500 of bonds and a se- 
cured note now held by the public. 


Sustains Suit Dismissal 


United States Circuit Court of Ap- 
peals sustained dismissal by Federal 
District Court of Delaware of the suit 
by Daniel O. Hastings, special trustee 
for Standard Gas & Electric Co. against 
56 corporations and individuals to re- 
cover upwards of $100,000.000. 

The Circuit Court agreed with the 
district that the latter had no 
jurisdiction in such a law suit. 


court 


Orders Bids for Loan 


New York Public Service Commission 
has authorized competitive bidding for 
the financing planned by the New York 
State Electric & Gas Corp. The com- 
pany, a unit in the Associated Gas & 
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Electric System, had petitioned the com- 
mission for authority to issue $35,393,- 
000 of first mortgage bonds for re- 
funding purposes and 120,000 shares 
of preferred stock. The procedure 
adopted by the commission in a resolu- 
tion authorizing the invitation of com- 
petitive bids for the financing, is in 
accordance with SEC regulations. 


Plans New Financing; 
to Cut Preferred 


United Gas Corp. has filed with the 
Securities and Exchange Commission 
an application to sell privately $75,000,- 
000 of 314 per cent first mortgage and 
collateral trust bonds due in 1958. Pro- 
ceeds will be used primarily for refund- 
ing present debt. 

At the same time, Electric Bond & 
Share Co., parent of United Gas, filed 
an application asking permission to 
use the $53,959,000 which it would re- 


ceive from the United Gas financing, 
together with $6,041,000 of its own 


funds, toward the reduction of its pre- 
ferred stock liability by tenders, open 
market purchases, pro rata payment in 
liquidation or by some other method. 


Will Issue Bonds, Notes 


Iowa Electric Light & Power Co. has 
filed application with the Interstate 
Commerce Commission for authority to 
issue and sell $2,000,000 first mortgage 
314 per cent bonds, due March 1, 1971, 
and $1,050,000 general mortgage 314 
per cent serial notes. ICC has jurisdic- 
tion over the issues because of the com- 
pany’s electric railway operations in 
Tow a. 





ELECTRICAL WORLD @ 





Large Issues Filed 
by Union Electric 


Union Electric Co. of Missouri, North 
American subsidiary, has filed with the 
Securities and Exchange Commission a 


registration statement covering the 
issuance of $95,000,000 of securities. 
Of this total, $80,000,000 would con. 
stitute first-mortgage obligations and 
the balance would consist of 150.000 
shares of no-par preferred stock. 
“In order to aid in financing Union 
Electric’s active participation in the 
national defense program, which re- 
quires construction of additional power 
facilities.” it was announced, “North 
American has agreed to purchase from 
time to time during the current calen- 
dar year, additional common stock of 
Union Electric for an aggregate con- 
sideration of $10,000,000.” In addition, 
Union Electric intends that, as and 
when additional funds are required, it 
will issue and sell $10,000,000 additional 
principal amount of first 


mortgage 
bonds. 


Michigan Gas & Electric Co. has filed 
with SEC a proposal to sell $3,500,000 of 
4 per cent first mortgage bonds, Series A, 
due 1971, and $750,000 of serial debentures, 
due 1942-51. 

Louisville Gas & Electric Co. has filed a 
registration statement, covering 780,792 
shares of 5 per cent cumulative preferred 
stock, $25 par value. The company will 
offer the stock to holders of its outstanding 
6 per cent and 7 per cent cumulative pre- 
ferred stocks, other than its parent, Louis- 
ville Gas & Electric Co. (Delaware). Shares 
not taken under the exchange offer are to 
be offered publicly. 

Luzerne County Gas & Electric Corp. 
has applied for approval by SEC of the 
proposed issue and sale of 44,000 shares of 
54 per cent cumulative preferred stock, 
and the issue and sale to financial institu- 
tions of $900,000 of serial notes. 

United Gas Improvement Co. and _ its 
subsidiary, Delaware Electric Power Co., 
have filed a joint declaration and applica- 
tion regarding a proposed cash contribution 
of not to exceed $7,000,000 by the parent 
to the subsidiary. 





a Reports 


Net Income 
1941 1940 

*Central Arizona Light & Power. oan ame $845,782 
*Carolina Power & Light — 1,715 2,434,988 
*Consol. Gas Elec. Lt. & Pw 

(Balti.) and sub............ "6, 141,692 6,913,278 
*Florida Power & Light........ 2,475,641 1.923, 777 
*Houston Lighting & Power..... 2,965,096 2,725,269 
NOUNOG IEE rick ubisansncaces 1,516,306 1515,2% 
*Kansas Gas & Electric........ 1,651,490 1'220,305 
*Minnesota Power & Light..... 1'409,429 1,359, 593 
*Nebraska Power.............. 1,720,039 1,703,536 
tPacific Power & Light and sub 878,305 ‘971,847 
tPennsylvania Pwr. Me. cstces 8,556, 38! 8,873,635 
*Utah Power & Light and subs. 2,006, 947 1,460,397 
tVirginia Elec. & ag a a 422 3,870,010 

Ww. wer an 

—_.. aw oe, ane 2,696,535 3,126,460 
Wisconsin Public Service - 
; ob. SS acaioee : subse Seceeeeee 1,833,720 |,700,989 





* Twelve months ended March 31. 
t Twelve months ended February 28 
t Twelve months ended January 3!. 


ee __ 
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Electrical Exports 
Higher in February 


Exports of electrical equipment dur- 
ing February were valued at $10,919.- 
912, against $10,597,343 a year ago, an 
increase of 3 per cent, according to 
Department of Commerce report. In 
January the total value was $13,096,670. 

Foreign shipments of radio equip- 
ment were declared at $1,705,597, 
against $1,793,953 in January. Ship- 
ments abroad of rubber covered wire 
were valued at $254,417, against $410,- 
026 in January. Exports of other in- 
sulated copper wire were valued at 
$562.332, against $506,715. 

Sales of electric household refriger- 
ators to foreign customers were de- 
clared at $696.663 in February, against 
$560,423 the previous month. Sales of 
electric refrigerator parts totaled 
$363,583, against $297,625. 


York Ice Stockholders 
Defer Special Meeting 


At a meeting of the stockholders of 
the York Ice Machinery Corp., held 
recently, assents to the merger and 
recapitalization of the company were 
received from stockholders holding 39,- 
038 shares of preferred, representing 
73 per cent of the total, and 119,880 
shares of common stock, representing 
74 per cent of the total. At the same 
time there were filed with the com- 
pany dissents to the plan covering 
6,179 shares of preferred, representing 
11.6 per cent, and 1,042 shares of com- 
mon, representing 0.7 per cent. 

While the proxies in favor of the 
merger were more than sufficient for its 
adoption, it was the opinion of the 
board of directors that, in view of the 
existence of the suit and the number 
of filed dissents, the stockholders’ meet- 
ing should be adjourned to meet in the 
office of the company on May 20. 


Moves Meter Division 


The division of the central 
station department of General Electric 
Co.. which has been located at Schen- 
ectady, has moved to West Lynn, Mass. 
F. G. Vaughen, manager of the division, 
will have offices at Schenectady as well 
as at West Lynn. 


meter 


Defense Contract 


Electric Co. has been 
awarded a $15,567 war defense contract 
for the manufacture of fuse parts for 
artillery shells, Production is expected 
to be under way by July 1. 


Sangamo 
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Sales Opportunities 


DarLINGTON, Wis.—Wisconsin Power & 
Light Co., Madison, plans new transmis- 
sion line from Darlington to Browntown, 
Wis., close to 22 miles. Surveys are being 
completed and work is scheduled to begin 
soon. 


MINNEAPOLIS, Minn.—Northern States 
Power Co. has taken out a permit for new 
power substation at 6600 West 36th Street 
(Highway No. 7) in St. Louis Park dis- 
trict, and will proceed with erection at 
once. Transmission lines will be built for 
connection with high-tension system in 
that area. Work is scheduled for comple- 
tion early in July. 


CINCINNATI, On10—United States Engi- 
neer Office, Federal Building, receives bids 
(no closing date stated) for steam-gener- 
ating units and auxiliary equipment for 
installation in power house at Patterson 
Field (Circular 95). 


BurraLo, N. Y.—National Aniline & 
Chemical Co., 1051 South Park Avenue, 
manufacturer of dyestuffs, chemicals, etc., 
plans installation of motors and controls, 
switchgear, duct lines, interior lighting sys- 
tem, conveyors and other equipment in 
group of five or six new one-story additions 
for large increased production. Cost esti- 
mated close to $1,000,000. Work will be 
placed under way soon. Main offices of 
company are at 40 Rector Street, New 
York, N. Y. 

Hattiessurc, Miss.—South Mississippi 
Electric Power Association, O. L. Watson, 
Ellisville, Miss., president, lately organ- 
ized, has engaged Gibbs & Hill, Pennsy]- 
vania Station, New York, N. Y., consult- 
ing engineers, to make surveys and plans 
for proposed steam-electric power plant in 
vicinity of Hattiesburg, recently referred 
to in these columns, to be used for power 
supply for rural electric systems in South- 
ern part of Mississippi. Proposed to ask 
bids in about 60 to 90 days. Cost estimated 
close to $1,250,000, including transmission 
lines, power substations and other facili- 
ties. Financing will be arranged through 
federal aid. 


Granp CouLree, WasH.—Bureau of Rec- 
lamation, Denver, Colo., receives bids until 
May 19 for 34 50-kw. electric heaters for 
installation in hydro-electric power plant 
at Grand Coulee, Columbia Basin project 
(Specifications 1508-D). 


Canton, On10—Ohio Power Co., Newark, 
Ohio, has authorized new 130,000-volt trans- 
mission line from generating station at 
Philo, Ohio, to Canton, about 110 miles. 
New terminal power substation facilities 
will be installed at latter place, as well as 
extensions in local distribution lines. En- 
tire project will cost close to $1,500,000. 
Work is being carried out for further ex- 
pansion in power plant noted. 


Battimore, Mp.—Municipal Airport De- 
partment, Municipal Office Building, has 
plans maturing for installation of electrical 
control equipment at municipal airport, 
Logan Field, Dundalk. Bids are scheduled 
to be asked soon. 


St. Louis, Mo.—Curtiss-Wright Corp., 
Lambert-St. Louis Flying Field, manufac- 
turer of airplanes and parts, plans installa- 
tion of motors and controls, duct lines, 
switchgear, fluorescent lighting system, 
conveyors, electric hoists and other equip- 
ment in new additions to local plant, sup- 
plementing initial works, now in course of 
erection, to be used for production of 
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military aircraft for government. Addi- 
tional units are estimated to cost about 
$1,673,400, and appropriation in that 
amount has been arranged through Defense 
Plant Corporation, Washington, federal 
agency. Plant now in course of construc- 
tion, previously referred to in these col- 


umns, will represent an investment of $13,- 
471,000. 


Capin) Creek, W. Va.—Appalachian 
Electric Power Co., Roanoke, Va., has ar- 
ranged for purchase of property on Wash. 
ington Street, near Court Street, Cabin 
Creek, about 140x145 feet, and will use as 
site of new power substation, for which 
plans will be prepared in near future. 
This will form part of $4,000,000 expan- 
sion program at steam-electric generating 
station at same place, recently authorized, 
to increase capacity from 120,000 to 240,- 
000-kw. 


Loneview, WasH.—Administrator, Bonne- 
ville project, Department of Interior, 
Pittock Block, Portland, Ore., has surveys 
and plans under way for new transmission 
line from Chehalis, Wash., to Longview, 
about 35 miles, as part of Bonneville sys- 
tem. Connection will be made with 230,000- 
volt network at power substation at Che- 
halis. Fund of about $350,000 has been 
authorized for work. Proposed to ask bids 
soon. 


CLEVELAND, Onto—Cleveland Electric 
Illuminating Co. has plans under way for 
new switching station in Chesterland dis- 
trict, where extensions will be made in 
132,000-volt transmission system. Cost re- 
ported over $500,000. This is part of 1941 
expansion and improvement program of 
company. 


Fort Howarp, Mp.—Veterans’ Adminis- 
tration, Washington, D. C., receives bids 
until June 26 for electrical work, electric 
elevators, outside services, steam power 
house and equipment, radial brick stack, 
air-conditioning system and other work in 
connection with new hospital at Fort How- 
ard, for which bids are being received at 
same time. 


Gitmer, TeEx.—Farmers’ Electric Gener- 
ating Co-operative, Inc., Gilmer, Leslie 
Florence, attorney and representative, has 
engaged Freese & Nichols, Capps Build- 
ing, Fort Worth, Tex., consulting engi- 
neers, to prepare plans for proposed steam- 
electric generating plant at Gilmer, for 
service for group of rural electric coopera- 
tive organizations in that area, recently 
referred to in these columns. An initial 
fund of $250,000 has been secured through 
Federal aid and it is said that this amount 
will be increased as plans for station ma- 
ture. 


Mitnor, N. D.—Otter Tail Power Co., 
Fergus Falls, Minn., plans extensions in 
transmission lines for power supply for 
rural electric system to be constructed by 
R-S-R_ Electric Co-operative Association, 
Milnor, Ray Haren, manager, with which 
contract has been made. Power substation 
and switching station will be provided for 
service delivery. Cooperative association 
will take bids soon for primary and sec- 
ondary lines in parts of Richland, Sargent 
and Ransom Counties, estimated to cost 
about $160,000. 


PorTLAND, Ore.—Administrator, Bonne- 
ville project, Department of Interior, Pit- 
tock Block, Portland, receives bids until 
May 23 for one or more 25,000-kva. trans- 
formers (Circular 1878). 
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EW EQUIPMENT 


Disconnect Switches 


Two bypass disconnecting switches, an 
open type and an inclosed type, having 
identical operation, are announced by the 


Type ‘'BD'' bypass and disconnect switch 
illustrated); capacity, 200 and 400 amp., 
7.5 and 150 kv. Inclosed type ‘'EBD'': ca 
pacity 100 and 200 amp., 5 and 7.5 kv. Rail- 
way & Industrial Engineering Co., Greens 
burg, Pa. 


company. Features include direct transfer 
from disconnect blade to bypass contact, 
quick break on each blade, and hi-pressure 
spot contacts. 


Connectors 


Type '‘'Flexisplice'' solderless connectors: 
seven sizes for capacities from No. 1/4 to 
1,000,000 cir.mil. cable. Frankel Connector 
Co., 177 Hudson St., New York, N. Y. 


Two different sizes of conductors can 
be connected, if the conductor sizes are 
within the range of the respective con- 
nector size. Flexisplices are smooth and 
round, and as headless screws are below 
the connector surface when tightened, 
are easily taped. Current is carried 
through continuous pieces of copper. 


Time Controller 


Type ''S414A"' time controller. 

ty | hp. or 10 amp. at 110 volt 

I'42 hp. or 5 amp. at 220 volts a.c. 
apolis-Honeywell Regulator Co., Minnear 
Minn. 


A new time controller for automatically 
controlling the operating period of attic 
fans, store lighting and refrigeration sys- 
tems has been made available by the com- 
pany. The timing mechanism may be set 
to close a circuit for any period of time 
for 0.5 to 11 hours. After the elapsed time 
the switch will automatically open and 
break the circuit to the electrical load. 
To open the circuit at any time it is only 
necessary to turn the knob in the opposite 
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direction, back to zero. The controller is 
arranged for flush mounting in a stand- 
ard two-gang outlet box. 


Fluorescent Lighting Unit 


ce Troffer'' for two or three 40-watt 


nt lamps. Edwin F, Guth Co., St. 


Two new types of fluorescent lighting 
units have been announced, for close- 
ceiling and suspension mountings. “Add- 
on” feature makes it possible to increase 
lighting capacities without disturbing the 
original installation. They can be mounted 
as individual units or in continuous ar- 
rangements. Side baffles shield the lamps. 
Egg-crate louvers are available for addi- 
tional shielding. 


Roasters 


Three new roaster ovens include an 
18-qt. deluxe model with control switch, 
signal light, Look-in lid and Time-temp 
shelf which lists cooking times and tem- 
peratures. An electric timer fits into the 


Model ‘"'I8-qt. deluxe'' roaster oven. West- 
inghouse Electric & Mfg. Co., East Pittsburgh, 


roaster cabinet and turns the current on 
and off. The 16- and 18-qt. regular roaster 
ovens have True-temp heat control and 
Fiberglass insulation and are equipped 
with heat-proof glass dishes. 


BUYING ELECTRICAL EQUIPMENT?— 
“Electrical World” Electrical Buyers Ref- 
erence is a convenient place to look first 
for manufacturers’ product data, names 
and addresses. 
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Ventilating Fans 


Designed to ventilate kitchens, bath. 
rooms and rumpus roems in homes and 
apartments, a new line of ventilating fans 
has been announced by the company. Ca. 


Model ''Package-type"' kitchen ventilatin 
fan. Ilg_ Electric Ventilating Co., 2850 N. 
Crawford Ave., Chicago, Ifl. 


pacity is 350 cfm. Portable model is de- 
signed for installations where wall space 
or room arrangement does not permit 
use of a Built-in model. Package-type 
model is designed for permanent window- 
pane installation. 


Refrigerating Units 


Self-contained refrigerating units; sizes 1/5 to 
> hp. York Ice Machinery Corp., York, Pa. 


New line of Freon-1l2 refrigerating units 
has been announced by the company. 
Model for use in the company’s self-con- 
tained packaged units (refrigerators, bev- 
erage coolers, etc.) is available im three 
sizes: 1/5, %4 and 1/3 hp., all air cooled. 
Model for remote location, outside the 
cabinet or cooling space, is supplied in 
the following sizes: 1/5, 44, 1/3 and 1% hp, 
air cooled, and 14 hp., water cooled. All 
units excepting 1/5-hp. size are supplied 
for three different operating speeds, de- 
pending on whether high, medium or low 
suction-pressure operating conditions are 
desired. 


Infra-red Reflector 


New design of reflector for intra-red 
lamps provides an even distribution of 
radiant energy over areas radiated with- 
out high and low spots, it is claimed. 
Various size units are available. Use of 
lower wattage infra-red lamps is permitted 
to accomplish desired results in drying, 
baking, dehydrating and preheating oper 
ations. New unit accommodates either 
G-25 or PS-30, 250-watt lamps. 


"EvenRay ParaSphere'' infra-red reflector, 
used over a printing press. The Fostoria 
Pressed Steel Corp., Fostoria, Ohio. 
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